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Date: 02-01-2023 Health Bulletin Time: 6:00 PM 


Bulletin No. 1055 (since 15t" March 2020) 


© Positive Today: 01 #1 Recovered Today: 00 

4 Death Today: 00 {Active Cases: 35 

S*”Y Sample Positivity today: 0.12% R% _ Recovery Percentage: 96.01% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104613 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100443 (96.01%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3801 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 334 8 (0.32%) 
5. Number of samples found negative for COVID-19 today: 866 
6. Total number of samples sent for COVID-19 testing today: 909 
7. Total number of cumulative samples found negative since 01.01.2022: 1584857 
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Detailed Status of Sample Tested 


Negative Positive 


Negative Positive 


rmlace Glaus cdl| in last 24 |) < waulatve 
Since Goad Since 
01.01.2022 is 01.01.2022 


Almora maz | 0 | 4943 7079 | 0 
Bageshwar 40172, | 0 =| 2162 42330 | 0 | 
Haridwar 192 167 338501 | Oo | 14123 352594 
Nainital 127 114788 13563 128281 | 6 | 
Uttarkashi | 0 | 1931 50978 | 0 

Total 104613 1689168 


Almora 4943 4506 0 4 433 
Bageshwar 2162 2057 0 0 105 
Chamoli 3380 3245 0 3 132 
Champawat 1994 1964 1 2 27 
Dehradun 39108 38401 22 211 474 
Haridwar 14123 13839 7 32 245 
Nainital 13563 13473 2 33 55 
Pauri Garhwal 5600 4540 1 21 1038 
Pithoragarh 2765 2606 0 4 155 
Rudraprayag 3065 2921 0 2 142 
Tehri Garhwal 2627 2162 0 8 457 
U.S. Nagar 9352 8994 0 8 350 
Uttarkashi 1931 1735 2 6 188 
Total 104613 100443 35 334 3801 
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COVID-19 STATUS SINCE 01.01.2023 


1@) Positive Today: 01 # Recovered Today: 00 

AR Death Today: 00 HQ Active Cases: 35 

1. Total cumulative Positive COVID-19 detected since 01.01.2023: 04 
2. Total Number of COVID-19 Patients Treated/ Cured since 01.01.2023: 00 
3. Total Number of COVID-19 patients migrated out of state since 01.01.2023: 00 
4. Total Number of COVID-19 Deaths since 01.01.2023: 01 
5. Number of samples found negative for COVID-19 today: 866 
6. Total number of samples sent for COVID-19 testing today: 909 
7. Total number of cumulative samples found negative since 01.01.2023: 1277 


Detailed Status of Sample Tested 
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COVID-19 Vaccination 


24 January 2023 


* Sessions Held Today: 63 
* Number of Beneficiaries Vaccinated Today: 707 
* Total Number of Beneficiaries Partially Vaccinated: 9115515 
* Total Number of Beneficiaries Fully Vaccinated: 8723549 
*% = Total Number of Beneficiaries Given Precaution Dose: 2214797 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae ks Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
here 12-14 12-14 SEZ eer a ‘i 4 if Precaution 1st 
ra We vrs | years tst | | years | ‘Stbose | and Dose | _ Dose es Bore ee crane [lee dee aire 
nee ae Cee eae Coverage | Coverage | Coverage | Coverage | Coverage | Coverage Coverage é us nse 
Almora 21129 15820 29466 24848 385023 359658 6025 6035 9961 9770 96902 0 s) 
Bageshwar 10540 9144 14156 13382 186475 173474 2515 2522 2323 2403 65491 1 5 
Chamoli 15250 15195 19751 19737 275409 273067 3988 4025 6494 6642 125428 0 0 
Champawat 11017 10185 13565 13210 185711 175803 2257 2325 7595 7613 48274 1 2 
Dehradun 74412 54062 104699 85193 1586319 | 1500641 37254 36765 30677 31370 444562 43 387 
Haridwar 76648 43870 84282 55387 1525528 | 1475747 17797 17686 48487 48519 365557 27 43 
Nainital 43302 38850 53748 49997 761085 747240 14196 14019 20121 20260 209929 1 6 
Pauri 22905 18164 32792 31226 456803 440677 7928 7956 7111 7211 152949 0 0 
Pithoragarh 16699 12980 23887 21304 329265 321048 4097 4116 8325 8427 76582 1 2 
Rudraprayag 9223 7414 12655 11257 174921 161524 2466 2458 2692 2716 61032 0 
Tehri 23949 22606 31391 30885 402538 372907 6254 6321 4932 5061 146449 0 
US Nagar 63555 56172 93942 92965 1364392 | 1399736 12512 12649 34823 34126 292416 67 92 
Uttarkashi 13680 11523 18344 17332 237761 229712 3464 3490 5004 5122 129226 1 21 
Total 402309 | 315985 | 532678 | 466723 | 7871230 | 7631234 | 120753 | 120367 | 188545 | 189240 | 2214797 | 142 565 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 


S*"Y Sample Positivity: 4.40% 
RX CFR (%Death): 1.72% 


R% Recovery Percentage: 96.04% 
44 Migrated Cases: 2.23% 


Total cumulative Positive COVID-19 detected: 


Total Number of COVID-19 Patients Treated/ Cured: 


Total Number of COVID-19 patients migrated out of state: 


Total Number of COVID-19 Deaths: 


Total number of cumulative samples found negative: 


Total number of cumulative samples tested: 


Districts wise Status of COVID-19 


449398 


431593 


10018 


7752 


9760610 


10210008 


District Cumulative Negative Positive aoe Cumulative Cumulative 
samples Tested Cumulative Cumulative Date Deaths Migrated/others 
Almora 328312 311128 17184 15930 200 1054 
Bageshwar 261911 253982 7929 77138 61 130 
Chamoli 361325 345693 15632 15228 65 339 
Champawat 341360 331687 9673 9401 35 216 
Dehradun 2509960 2358120 151840 147003 3738 1077 
Haridwar 2616636 2550928 65708 63002 1056 1643 
Nainital 742729 689824 52905 51726 980 197 
Pauri Garhwal 544425 521083 23342 21260 336 1745 
Pithoragarh 290317 277261 13056 12607 186 263 
Rudraprayag 245356 233485 11871 11461 108 302 
Tehri Garhwal 379079 360612 18467 16993 118 1356 
U.S. Nagar 1181620 1134322 47298 45366 769 1163 
Uttarkashi 406978 392485 14493 13878 80 533 
Total 10210008 9760610 449398 431593 77152 10018 


